From: 

Hanchett, James (DPH) 

Sent: 

Tuesday, February 09,2010 8:24 AM 

To: 

Nassif, Julianne (DPH) 

Subject: 

Mass Spec 

Hi Julie, 



Mass Spec installation was completed yesterday. Now we are up and running. 
Thanks, 

Jim 
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